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Message Text 


UNCLASSIFIED 

PAGE 01 BONN 17443 071023Z 

17 

ACTION HEW-06 

INFO OCT-01 EUR- 1 2 ISO-OO OES-04 MED-03 NEA-10 RSC-01 /037 W 

019707 

R 071007Z NOV 74 
FM AMEMBASSY BONN 
TO SECSTATE WASHDC 6118 

UNCLAS BONN 17443 

E.O. 11652: N/A 

TAGS: ETRD, EIND, TBIO, GW 

SUBJECT: RECALL OF MEDICAL SUPPLIES 

REF: (A) STATE 225156; (B) STATE 226379 

1. IN BOTH REFTELS, NAME AND ADDRESS OF CONSIGNEES WERE IN- 
ACCURATE. EMBASSY WAS ABLE TO IDENTIFY CONSIGNEES 
CORRECTLY AS INDICATED BELOW: 

REF (A): l.DOK AACHEN 

GOELHESTRASSE 27-29 
251 AACHEN, GERMANY 
SHOULD READ: 

KLINISCHE KRANKENANSTALTEN 
GOETHESTRASSE 27-29 
51 AACHEN 

2. DOK BLUTSPHESSEN 
SAUBHOFSTRASSE 1 

6 FRANKFURT 71, GERMANY 
SHOULD READ: 

BLUTSPENDEDIENST HESSEN DES 
DEUTSCHEN ROTEN KREUZES GMBH 
SANDHOFSTRASSE 1 
6 FRANKFURT 1 

3. DOK HAGEN 
BUSCHEYSTRASSE 15 A 
58 HAGEN, GERMANY 
SHOULD READ: 

DEUTSCHES ROTES KREUZ 

BLUTSPENDEDIENST 

UNCLASSIFIED 

UNCLASSIFIED 
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FEITHSTRASSE 180 
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58 HAGEN 

REF (B): COMPANY NAME INDICATED AS A. JOHN & CO., GMBH, 

SHOULD READ: A. JOHNSON & CO„ GMBH. 

2. ACTION WAS TAKEN AS REQUESTED IN PARAGRAPHS 5 OF REF(A) 

AND 4 OF REF(B). 

3. SINCE IDENTIFICATION OF CONTACTS CONSUMES VALUABLE TIME WHICH 
MAY HAVE SERIOUS EFFECTS WHERE RECALL OF MEDICAL SUPPLIES IS 
CONCERNED, EMBASSY WOULD APPRECIATE BEING FURNISHED WITH MORE 
ACCURATE IDENTIFICATION OF THE PARTIES TO BE ADVISED OF HAZARDS 
OR RECALLS. 

HILLENBRAND 


UNCLASSIFIED 


NNN 
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